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abadis,we understand, none too good. A good hot meal in the middle of the day shoald produce results in the form of added energy for Government work, A cost of about 6 to 8 annas would not be unreasonable, and, we think, that, if Government provides initial equipment, it should be possible to meet running charges from the amounts recovered in the canteen. The institution will thus be self-supporting.